THIS CHECK IS PRINTED ON CMEMiCAL REACTIVE PAPER WHICH CONTAINS A WATERMARK AND HAS MiCRO PHINTIHa IN THE SiG?4ATi;RE UNF 


DONALD J. TRUMP ^ 

725 5TH AVENUE 

NEW YORK, NY 10022 • " ’ 


PAY. VTHIRTY FIVE THOUSAND DOLLARS AND NO CENTS' 

.,7. . • - \i 


TO THE 
ORDER OP 


MICHAEL D COHEN ESQ 


« lOA 

NEW YORK. NY 10022 


CAPITAL ONE. HA. 

57 WEST S7TII STREET 
NEWTOKICNY 10019 


CHECK DATE 

08/01/17 


SO-791/214 


NO. 

002821 - 

CHECK AUQ'JNT 

*♦**$35,000.00** 





















